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There has been considerable discussion as to whether Mr.
Glover understood the difference between anaerobic and aerobic
action when he took out this patent.51"
Patent No. 560,512, issued May 19, 1896, to W. J. Lomax
and Charles J. Lomax, of Boltori, England, is illustrated in
Fig. 13.
This is for a construction of beds in connection with a series
of siphons to deliver sewage to various beds in turn, and a
siphon to discharge the liquid from the beds intennittontly.
Patent No. 601,052, issued March 22, 1898, to John J. Deory,
of Philadelphia, Pa., is rather elaborate in its drawings and
description. The device consists of one filter mounted above
another so that the water may drip from the upper to the
lower, and absorb air while doing so.
Patent No. 603,221, issued April 26, 1898, to James S. Miller,
of Reading, Pa., appears to be somewhat complicated. There
are' fourteen claims, most of them quite long, and not of suffi-
cient interest to demand repetition.
Patent No. 624,985, issued May 16, 1899, to N. I). Seott-
Moncrieff, has been illustrated in Fig. 12. In this system the
aeration is accomplished by allowing the sewage to pans through
a series of trays placed one above the other wherein a large
surface is exposed to the action of the air.
Patent No. 628,987, issued July 18, 1899, to J. A. Maignon,
is illustrated in Fig. 14. This was intended to apply to the                     j
filtration of water under pressure, but is of interest as showing
a means for withdrawing air from out filter beds.
Patent No. 664,532, issued December 25, 1900, to William
L. Church, of New York, is illustrated in Fig. 15. The object
of this device of Mr. Church is to cause the sewage to pass
through the filtering material in a series of waves BO that it will
be filtered through a great distance of filtering material without
having an excessive fall
* See Mr. Snow's contribution to the discussion of Mr. Leonard Metcalf,
Mem. Am. Soc. C, E., Transactions Am. Soc. C. E., Vol. XLVI, page 474.